pproved 


For Release 2000 mffl b£l^aiR§&<$K>788R001 10008000 

US ARMY MATERIEL SYSTEMS ANALYSIS ACTIVITY 


DATE 




&// 

/'/£ srr,jr~~ *~ 

.J Jt. 



s 


Approved For Release 2000/08/07 : CIA-RDP96-00788R001 100080009-4 


